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If your Buffalo external hard drive not recognized Windows 10 computer, try the simple 


troubleshooting methods given below to resolve the issue. 


Method 1: Check the OS compatibility 
e Initially, check whether your Windows 10 OS is up-to-date. 


e If not, update it. 
e Similarly, check whether the computer is compatible with the system and 


storage requirements of the Buffalo hard drive. 


Method 2: Check the connectivity status 


e Check if the USB cable between the Buffalo hard drive and your computer 
is connected securely. 


e If not, unplug and reconnect the cable into the drive. 


Method 3: Disable the security software 


e Locate the security software icon in the taskbar of your computer. 
e Select and right-click on the icon. 
e Choose the Disable option. 


e |f prompted, set the time limit of your desire and click OK. 


To read more, Click the below link. 


httos://external-harddrive.com/buffalo-external-hard-drive-not-recognized-windows-10 


